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Message Text 


UNCLASSIFIED 

PAGE 01 DOHA 00943 031055Z 

21 

ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 COME-OO /018 W 

059419 

R 03 1040Z AUG 75 
FM AMEMBASSY DOHA 
TO SECSTATE WASHDC 0750 

UNCLAS DOHA 0943 

E.O. 11652: N/A 

TAGS: ECRE, EGEN, QA 

SUBJ: QATAR POWER PLANT PROPOSAL 

REF: A) STATE 179540; B) DOHA WIPTV C) DOHA 0645 

1. WHILE WE PLEASED TO ASSIST COMPANY REPS IN REQUESTING 
EXTENSION OF BID DEADLINE FOR UMM SAID POWER STATION, GOQ 
OFFICIAL INFORMED US AT TIME TENDER DOCUMENTS WERE ISSUED 
THAT NO RPT NO EXTENSIONS WOULD BE GRANTED (REF C.) WE 
THEREFORE NOT OPTIMISTIC EXTENSION WILL BE CONSIDERED, 
ESPECIALLY SINCE WE INFORMED THAT TWO NON-US CONSORTIA 
HEADED BY TOSHIBA (JAPAN) AND STEIN (FRANCE) EXPECT TO 
HAVE BIDS IN BEFORE DEADLINE. 

EVM IF LETTER FOR AMBASSADOR FROM AMBASSADOR AL MANA CON- 
CERNS POWER PROJECT, WE STRONGLY SUGGEST DEPT ENCOURAGE 
AL MANA TO CONTACT HIS OWN GOVERNMENT RE EXTENSION OF 
DEADLINE. GOQ OFFICIAL CONCERNED WITH PROJECT IS SAID 
MISHAL, DIRECTOR OF INDUSTRIAL DEVELOPMENT TECHNICAL 
CENTER. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR POWER PLANTS, PROPOSALS (BID) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 03 AUG 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975DOPIA00943 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750267-1123 
From: DOHA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750886/aaaacxsu.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 179540, 75 DOHA 645 
Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 14 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14 FEB 2003 by ReddocGW>; APPROVED <05 FEB 2004 by hartledg> 

Review Markings: 
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Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: QATAR POWER PLANT PROPOSAL 
TAGS: ECRE, EGEN, QA 
To: STATE 
Type: TE 
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